U.S. Department of Justice 



Federal Bureau of Investigation 


In Reply, Please Refer to 

FileNo. 190-WF-215977 


Mr. Ernie Lazar 

P. 0. Box 423434 

San Francisco, Ca 94142-3434 


Washington Field Office 
601 4th Street, NW 
Washington, DC 20535-0002 
June 8, 2000 


Dear Mr. Ernie Lazar: 


This is in further response to your Freedom of 
Information Act (FOIA) request to this office for records 
pertaining to Spotlight (a newspaper). This is also in reference 
to our letter to you dated June 29, 1999. 


As we explained in our letter of June 29, some of the 
records responsive to your request required a review to determine 
the current classification status. That review has now been 
completed. s' 


Enclosed are 18 documents, totaling(^33/ijages, from our 
files. Excisions have been made on the enclosed pages and five 
additional documents, totaling 10 pages, have been withheld in 
their entirety to protect material exempt from disclosure 
pursuant to the following subsections of Title 5, United States 
Code, Section 552 (Freedom of Information Act): 


(b)(1) (A) specifically authorized under criteria 

established by an Executive order to be kept 
secret in the interest of national defense or 
foreign policy and (B) are in fact properly 
classified pursuant to such Executive order,* 

(b)(2) related solely to the internal personnel 
rules and practices of an agency; 

records or information compiled for law 
enforcement purposes, but only to the extent 
that the production of such law enforcement 
records or information 


(b) (7) 




1 



58A-WF-196210 
GLPrglp 


warrant of 
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several items^o^eTmenc^^m^uIaing military uniforms, patches, 
and insignias, a computer and floppy disks, laminating equipment 
and supplies, a paper cutter, photographs, a video tape, framed 
certificates, business cards, express mail and Federal Express 
receipts, a six digit numerical stamper, newsletters, pamphlets, 
catalogs, and various other documents and correspondence relating 
to the UNITED STATES SPECIAL FIELD FORCES (USSFF). Contained 
within these items was information regarding names, addresses and 
ranks of individuals who are members of USSFF. The following 
information has been gathered from the seized items. 


Copies of newsletters and pamphlets among the seized items 
include: 


Resea rch Cent e r, 60 Ea st 100 South. _S.uit.e 2XU. 
84606. telephone 801-377-0570: ALBERT E.. JCART. 


521-9896; published by the Society for the Protection of 
Individual Right s an d Liberties (S PIRAL). 


Implantable Biochip Technology , published by Second Adven t 

Minis t rie s,_455 We st Orange. Show Lane,_Number .8262, San . 

Bernardino, California 92412. 


Double A Publications, P.O. Box 609 Wauna. 

. LARRY H. ahRAHAM. editor.- A.M.D.fi. Ltrih. Inc 


insider Reoor 
'Washington 9 3 
publisher,-® 


Patriot Report, The Present Truth, publishers; P.O. Box 43 
Uliuontown, Arkansas. 7 2 955 or P.O. Box 122, Ponderav. Idah 
83852 . 


e Militia Journal, State Guard Association of the United State 
GAUS). also known as State Defense Force Association of the 


liited States (SDFAUS ) 
e 1 pnhnnp 301-261-9099 
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ROBERT M. 

- -y 


ERTZ, 


editor-in-chief 


World Constitution and Parliament Association . Provisional World 
Parli ament and Preparatory Committee, 1480 Hoyt Str eet. Suite 31,. 
.Lakewood, Colorado 80215, telephone 303-233-3548 or 303-526 -0463 . 


International Free Press Network, P.O. Box 359, Mansonville , 
Quebec. JOE 1X0, Canada. Serge^Mbnast, publisher . 


The N ew Constitution , the filter fo r th e Stu dy o f Democratic 
iiis.tituti.ons, Santa Barbara. Cal ifornia; published by the A-frzona 
Caucus Cl u b, P.O. Box 60, Mesa, Arizona 85201. 


The . ’Tew World Order or a World Out of Order? . published by Saving 
.Aiuet ica, P.O. Box 1205, Middleburg, Florida 32050, 904-282-03877 

or 800-633-7692. 



The Spotlight . 


r— 


Members of USSFF include (ranks are not listed as they change 
rapidly)! 




VIRGINIA 











September 13, 1984 


Mr. Vincent^ Ryan 
Managihg Editor 
The Spotlight 

300 Independence Avenue, S.E. 

Washington, D. C. 20003 

Dear Mr. Ryan: 

Senator Jeremiah Denton has forwarded a copy of 
your July 27th letter to him to the FBI, and it has been 
referred to me for reply. 

The incident involving the destruction of the office 
of the Institute for Historical Review in Torrance-r-CaljLfornja, 
has previously been brought\p our attention. A review of the 
information provided concerning this matter revealed no Federal 
violation within the investigative authority of the FBI. Since 
thin matter may be of interest to another Government agency, I 
am forwarding a copy of your communication to the Bureau of 
Alcohol, Tobacco and Firearms for its information. 



In addition, there are provisions whereby the telephone 
company can take stops with regard to harassing telephone calls 
which could result in Federal involvement. You may wish to notify 
your telephone company regarding such calls and your local lav; 
enforcement officials regarding any threats you receive. 

Sincerely yours, 


Oliver B. Revell 

Assistant Director 

Criminal Investigative Division 



Bureau of Alcohol, Tobacco and Firearms 
Department of the Treasury 
Honorable Jeremiah Denton - Enclosure 
United States Senate 
Washington, D. C. 20510 
Executive Secretariat - Enclosures (14) 
Department of Justice 
Los Angeles - Enclosu^^^^^^M 
8/29/84 

Washington Field - 


- Enclosures (2) 
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FBI WASH FIELD UffICt 



United States Senate 

COMMITTEE ON THE JUDICIARY 
WASHINGTON. D C. 20510 


STROM THURMOND. $ C , CHAIRMAN 


CmARIFS MCC MATHIAS. JR . MO 
RAUL LAXAlT. NEV 
ORH'N G HATCH. UTAH 
ROBERT DOll. KANS 
ALAN K SIMPSON. WYO 
JOHN P east. N C. 

CHARLES I GRASSLEY. IOWA 
JEREMIAH DENTON. ALA. 

ARUN SPECTER, tK 


JOSEPH R BlOEN. J« . DEL 
EDWARD M KENNEDY. MASS 
ROBERT C BTRD, W VA. 
HOWARD M MET2ENBAUM. OHIO 
OENN'S OlCONClNl. ARIZ 
PATRICK J LEAHY. VT. 

MAX 8AUCUS MONT. 

HOWELL HEFLIN. ALA. 


VINTON OlVANf not CH»|F COUNSEL AND STAFf 0*P£CTOR 
DIAOAAH K OWEN GENERAL COUNSEL 
MVOAANC •IWNSTf.N CHi£f CLE«A 
MARCH ClTfNlTflN MINORITY C M 'I* COUNSEL 


SUBCOMMITTEE ON SECURITY AND TERRORISM 
JEREMIAH DENTON ALA CHAIRMAN 
ORR'N G HATCH UTAH PATRICK J LEAHY. VT 
JOHN P EAST. N C. HOWARD M MET7CNBAUM, OHIO 

JOEL S L'StER CHiEf COL’NSCl ANO 3TAIF DIRECTOR 


9 August 1984 


Honorable William H. Webster 
Director 

Federal Bureau of Investigation 
Office of Congressional and 
Public Affairs 

9th and Pennsylvania Avenue, N.W. 
Washington, D.C. 20530 


Dear Judge Webster: 


Enclosed please find letters from Thomas J. Marcellus, 
Director of the Institute for Historical Regj. 

R^n^Mnnaging Editor of the Spotlight , andj 

for the Spotlight . Each of them reier to 
involving the Institute for Historical Review and 
request an investigation. 



I would appreciate it if you could look in t 
and report directly to Mr. Marcellus, Mr. Ryan an 


erely, 




Jeremiah Denton 
United States Senator 






JD: cj 

cc: Mr. Thomas J. Marcellus 
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my experience lobbying Congress the last three years, I am fully 
aware of the tremendous power of the Israeli lobby.'.Members of 
Congress knoV the political consequences of denouncing, or even ' 
publicly discussing the strength of this lobby, and are intimidated 
into staying silent. .Those who have spoken out have paid a high 
price. Although many times privately comments In this regard were 
made to me, only one member of Congress has ever had the courage 
to go on the record ('former congressman Pete HcCloskey) . , 

* 

I have noticed that hearings before your subcommittee always 
exclude mention of terrorist acts committed by the JDL or the .. \ 

Mossad, Israel's secret service agency. It is indicative of the 
double standard or bias tcward Israel that is leading the United 
States into another 'possiblo world war — this time in the Middle East.' 
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I am calling your sense of decency for fairness, and justice for 
all Americans, Mr. Chairman, as manifested in your experience as . < • 

a prisoner of war fighting for the values of America, to have the 
political courage to follow through on this request from me to you. 





The Hon. Jeremiah Denton 

Chairman, Senate Judiciary Subcommittee on 
Security and Terrorism 
198-RSOB/Russell Senate Office Bldg. 
Washington, D.C. 20010 
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rial, a lass he estimated at (300,000. 

*My reaction Is one of dismay 
and disillusionment,’ said Marcel- 
lus. ’Especially on the Fourth of 
July, this kind of spells the end 
of the First Amendment ih, this 
country. We‘re a publisher, we’re 
considered press and we've been 
gutted by people who disagree with 
our views.’ 

! 'The fire caused damage not only 
to the Institute's Noontide Pres 
office but to several adjacent suites 
where other businesses are located. 

’We're caught In the middle," 
said Karen Rockwell, who with her 
husband, Jack, owns and operates 
Rockwell Medical Supply me 

The Rockwells' company man¬ 
ager estimated (130.000 worth of 
inventory was lost as a result of 
fire, smoke and water damage. 

Jack Rockwell said he called 
Rubin after the fire was extin¬ 


guished and said, "If you have any¬ 
thing to do with this, I'd just like 
to thank you for putting me out 
of business." 

*1 don't understand these hate 
groups, I really don’t," his wife said. 

’For the record, we had nothing 
to do with It,’ Rubin told s small 
group of reporters, police and mer¬ 
chants Friday. 

TheD be banded out a press re¬ 
lease stating, The Jewish Defense 
League wholeheartedly applauds 
the recent devastation of the offices 
of the Institute of Historical Re¬ 
view.’ 

The real culprit, said Rubin, Is 
s man named Larry Winston. Rubin 
said Winston joined the JDL In 
1979 using the name Joel Cohen 
and became Intimately involved, 
eventually joining the board of di¬ 
rectors. 

Rubin said he not only came to 
consider Winston a friend, but 


asked him to be the godfather of 
Rubin's child. He said Winston, on 
several occasions, urged JDL mem¬ 
bers to commit violent acta to dis¬ 
credit the Institute. 

In May, the JDL filed a (1.5 
million lawsuit against the city of 
Los Angeles in connection with the 
alleged infiltration. 

’On numerous occasions during 
his 3 W years of undercover work,* 
says the suit, ’Winston advocated 
and encouraged JDL members, in¬ 
cluding Rubin, to attack the offices 
of the Institute of Review 

in Torrance.’ 

Rubin said the LAPD denies that 
anyone by the name of Larry Win¬ 
ston is an officer for the depart¬ 
ment An LAPD spokesman said 
Friday that no such officer exists. 

Said Rubin: T believe, with all 
my heart that he (Winston) had 
something to do with this.* 
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Goat* nod tHoraiure from th« bietituta lor Hwlorical Ravww nr* pu*d in tha pvkog lot. 


Arsonists hit Institute for 
Historical Review office 


•r to* 



Annotate Ignited a gasoline On 
early Wodneadiy that gutted the 
Torrance office ol the Institute tar 
Historical Review, as organlxeliac 
that claims the genocide ol Java 
la World War □ araa a hoar. fin 
authorities said. 

Headquarter* of tha laaUtata — 
alleged by Java asd othen to ha 
pan of a oatlooal aao-Nazl cast- 

|\hlol awll-OwnH^«m ytvl r ytqr) 

- aaa destroyed by tha blaaa ap¬ 
parently loucfwd ol! by atanmna 
who horled a Molotov cert tall or 
domed tha building with Catalina 
and act U afire, aald polka U. 
Jim PahsL 

Tha fin at NoonUda Praia. lUt 
V. XJTth St, was reported at Hit 

f m Mid Haf iiw 

Train. No people win la tha 

KailMmj w h/fl lUftfid. 

The cootrwvcnlal tnitltute had 
been tha target ol periodic vandal¬ 
ise aad protests, aj well ai a 

tnnlllmUlifwv -^rtUfy 1ftVMil broufhl 

by a cooccslraUaa camp survivor 
la 1UL 

FUmea wen «hooting through 
the wooden root ol the ooe-atory, 
esoente tlab building when lour 
engine companies and two truck 
companlea with 9 tlnflghtan ar¬ 
rived. Train laid. 

Goa firelighter auftered minor 
Injuries fighting the blue, which 
waj brought under control In about 
aa hour. Ua waa hack uo the Jab 
today. 

A police anoo report laid the 
fin appears to have alaned at tha 
boot ol tha building and that a 
Bulled substance of anknowa com- 
poaitioe waa leuad acarby. 

Tha fin la the approximately 
hO-byl 00-1 not elfice aim lad la 
'considerable* heat and water 
damage la a medical aupply lion 
AAd Ufhl imoit danufv tn a tin 
More that an in auitaa adjacent 
Noontide Press, Tiraics aald. 

Damage to tha Inilitete ind Ita 
two adjacent buainaaaaa la esti¬ 
mated at M00.000 

A city aiiploadcr carted many 


damaged hooka out through a large 
rear door at tha burned out olfice 
and piled them tn two alaeki about 
10- laet high, hd-loel long and IV-iaet 
■Ida la i parting lot 
Trains aald aa Invratlgstlno of 
the fire It coder way. 

On April a, IM. police west 
to the Noontide Pren elfice about 
1 tan. to Investigate a alien! alarm 
that had gens nil and found a met 
In a Irani window a^ n fire Inside. 

Oli leers brotn tha window and 
put out the tin. 

Police aald a fiammahlt Unold 
had bees tplaahcd on the tract door 
and sidewalk. Officers also found 
anwil roaeda of ammunition 


Controversial 
facility target 
of vandalism 
and lawsuit 


Firelighters also aald they found 
a crude explosive device appar¬ 
ently made of gun ihella. 

Shortly niter tha bombing, u 
unidentified male celled several lo¬ 
cal sew* sgcades to claim respon¬ 
sibility 

'We hava Juat bombed the 
lnatiiate lot Utatorical Review,* 
the voice aald "We ere the Jewish 
be lenders. Shalom.* 

Authorities aald that fir* only 
scorched some paper* sod a mim¬ 
eograph machine. 

In Mi. Uel MeraseUieLn. SI, n 
Long Beach businessman aad ren- 
centratloD camp aurvtvor who 
founded the Auacbwlti Study Fouo- 


datson, filed a 1ST million la null 
against the lnatitnte for Uiatoncal 
He new. claiming U reneged on a 
fSOhOO reward offered is anyone 
who could prove the Uote r a ux l ever 
loot pliCt. 

liermelsteia baled his proof as 
s-etiriUniH from IT cyewlioeuea 
from AuschwUi as well as gai crj- 
e*vit human hnir nod ol cm* 
mated prisoners he Mid were 
recovered from the camp. 

The institute cocleaded Uennel- 
wnao’t nhle to come op with 
the type of proof U demanded — 
evidence that would be acceptable 
In n US. criminal court- 

Mart yfdtmitf that it 

lent 4 yp jiljftw* Jcvs irt olbtn 
were executed in gas ch a m b e r* 
built by the Natis in World War H 
fa lMJ. Wlitis Carlo. * former 
Rancho Pal at Verdes real deal and 
founder df the institute, filed a fed¬ 
eral lawsuit seeking tU million 
in damages from Idcrmeixtein and 
hu former attorney. Wil l iam Cos. 
claiming they conspired to destroy 
his reputation siui bans his family. 

Pari of Mcrmelslcih'e suit ended 
about two years ago when a Las 
Angeles Superior Court Judge took 
Judicial not ice of the fact Jews 
were gassed at Auacbwlti. 

TW remaining portions of Mar* 
mehlcio't suit concerning breach 
of contract and damages is still 

|h9«hHiq£ 

Cano's Mill. Iliad to US. Dutnei 
Court in Washing loo. DC. ciatmi 
Cos and Uermcixiexn aliened them* 
selves with thrwe 'Ulcgnl* lorcigo 
ageals - Ut AoU-Defamattoo 
League of Baal Both, the Jewish 
Defense League asd Wousad. tha 
laraeli inteUigtace aarvke 
Cano, who has teas treasurer 
of the ultrscooservalive Liberty 
Lobby, allege* the group* end Her* 

rr*#Uidin pUaaod 4 *Ubc. tcurrt* 
loua aad meledramaUc ituci* lo 
triad Mid fell pupporun u 
mmifuL) Kadi aad raclili- 
LiU b IMS, aa all on*y rtprt* 
seating Cos end UermcUiem said 
they were preparing motions to 
have Carte's lawsuit dismissed 
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'■ •' SENATOR JEREMIAH DENTON 

SENATE OFFICE BUILDING 
WASHINGTON D.C 

PERSONAL AND CONFIDENTIAL 










July 27, 1984 


Hon. Jeremiah A. Denton, Jr. 

Chairman 

Subcommittee on Security and Terrorism 
547 Dirksen Building 
Washington, D.C. 20510 


300 Independen ce A ve/S.E. 
Washington, D. C. 20003 
(202) 54-4-1794 



Dear Senator Denton: 


The professional torching and total destruction of the California 
based Institute for Historical Review on July 4 was one of the most 
shocking acts of terrorism to date in this country. 


So far the media, with the sole exception of The SPOTLIGHT, has 
seen fit to give this outrageous crime only passing mention, if any 
at all, and has mounted no campaign urging Congress and the executive 
to investigate it. 


Even more frightening has been the fall out of this attack in the 
form of threatening telephone calls to The SPOTLIGHT, its staff and its 
associates. Callers have warned us to watch for acts of terrorism 
against our property and our persons. 

I therefore urge you to investigate this terrorist activity im¬ 
mediately before more property is destroyed and possibly even some 
lives are lost. 

My staff and I are at your disposal at your earliest convenience. 



Managing Editor 
The SPOTLIGHT 


VJR/laf 


/j-fl/ti l/ntd 



Independence Ave., S.E. 
minoton. D. C. 20003 


Hon. Jeremiah A. Denton, Jr. 

Chairman 

Subcommitte on Security and Terrorism 
547 Dirksen Building 
Washington, D.C. 20510 
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TO: OFFICE SERVICES MANAGER 


Sub|ect 

Aliases 




Dal* 


I Social Security Account # 



Birth Dale Birthplace 



Sex 

□ Male 

□ Female 


□ Exact Spelling 
G All References 
G Main Security Case Files Only 
G Security References Only 


O Main Criminal Case Files Only 
O Criminal References Only 

G Main Security (II no Main, list all Security References) 
G Main Criminal (If no Main, list all Criminal References) 
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| | Immediate 
| | Priority 
| | Routine 


CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T 0 

□ UNCLAS 

3/10/8 3_ 
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ANCHORAGE 


FRO v SAC, MINNEAPOLIS 

SUBJECT: MARMURS 

MAJOR CASE #43 


(89B-388) 


For. inf 

ducted 

2 /16 / 8 3 i^kted in TTTe^lToot- 

ing at Dakb^a, on 2/13/83. Found in the residence 

was a list of newspapers, newsletters, books, tapes, speakers and 
information, which bears notation "Partial list of tax fighters, 
individuals, organizations and publications. Some non filers, 
some 5th Amendment, some Churches." The list appears to be a 
handout for information sources for people interested in tax 
protest. 

Receiving offices should index individuals and organiza¬ 
tions, review files, check, with logical local sources for ^ 


b^ 


2 - Anchorage 
2 - Butte 
2 - Cleveland 
2 - Columbia 
2 - Dallas 
2 - Denver 
2 - Detroit 
2 - Los Angeles 
2 - Milwaukee 
2 - Mobile 
2 - New Haven 
2 - Phoenix 
2 - Salt Lake City 

2 - San Diego 
JL~ Sacramento 

C2J- Washington Field 

3 - Minneapolis 

(1 - USMS) 
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MP 89B-388 



(1) United States Taxpayers Union, Box 2757, El Cajon, 
California 92021. 


(2) The Patriot News! 


land Life Science 


Church), P. 0. Box 22569, San Diego, caliiorma 92122. 
WASHINGTON FIELD OFFICE 

(1) The Spotlight (LibgjJuuJriQbby.).,^.j.OQ.^ljideppfldeoce 
Avonue South^sTTT^hj.ngton. > 


MINNEAPOLIS DIVISION 

(1) Basic Bible Church of America' 
1708 Twin City Airport, Minnesota 55111. 
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PRECEDENCE: 
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CD Priority 
CD Routine 


CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 

Date 5/9/94 


FROM 


SUBJECT 


SAC, CHARLOTTE 

SAC, SAN ANTONIO (100-0) (SQ.5/DRA) 


INFORMATION CONCERNING / 


TTERS 


00: SAN ANTONIO 


Enclosed for 
of a letter written by 




eivinq office are two copies 


For information of receiving offices, Val Verde 
County Sheriff J. R. KOOG is one of several sheriffs across 
the country supported by the National Rifle Association in 
lawsuits challenging the constitutionality of the "Brady law." 
In this capacity, Sheriff KOOG has received extensive 
nationwide media coverage. He has received an extremely large 
volume of mail from persons across the country as a result of 
his notoriety. 

Sheriff KOOG contacted the FBI on 5/3/94 regarding 
one letter he received which he thought the FBI should be 
aware of. That letter is enclosed. Sheriff KOOG thought the 
tone of the letter indicated the letter writer was mentally 
unstable and potentially dangerous_—- 
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TO: DIRECTOR, FBI 

PROM: SAC, WASHINGTON FIELD (100A-599G6) ( V) (C-J ) 


ARYAN NATIONS (AN); 

CHURCH OF JESUS CHRIST CHRISTIAN, 
HAYDEN LAKE, IDAHO 
Dfi/T 
(00:RT) 

BRIUKROU 

MAJOR CAPE NUMIJER G1 
(tin : PF) 


1^0viewiy l • (’H C -i ;1 • !! 1 1 MI |! )|! 
p v io•'/./&&*• O’ i 4^ / LJ ^- _ 

Urt/# t?A-3 

Not CtassifickJ 


All individuals in this investigation should 
N’ considered extremely dangerous with unlimited ammunition 
and weapons. Appropriate caution should be exercised during 
any phase of tills investigation. Additionally, bo advised 
of possible threats by ARYAN NATION members toward FBI 
personnel. 

Re Detroit airtel to fy»e bureau dated 5/20/05. 


\ 


Referenced airtel requested subscriber information 
rewarding telephone number { 202) 5X4-179 4. The J9M13 Washington, 
I’.C. Haines Directory lists’ that number ns being subscribed 
1by the Pro'J\.I(iHT, 300 Independence Avenue, .5.13., Nash j.nt.i on, 
D.C. ( WDC) . 
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FM FBI SALT LAKE CITY (BLRA) (100 A-SU-41565 ) (P) 

TO FBI WMFO/ROUTINE/ 


BT 

all information contained 

UNCLAS herein is unclassified 

date by bo^vnmsit pioo 

CITE: / /3750// 


SUBJECT: MILITIA OF MONTANA; DOMESTIC SECURITY/TERROR ISM; 00: 

SALT LAKE CITY* 

PRELIMINARY INQUIRY INSTITUTED 5/R/95, TO EXPTRE 7/29/95. 


S ASSOCIATED WITH THE MTLTTTA OF 


MONTANA (MOM), AND HAS BEEN REPORTED AS HAVING BEEN IN CHARGE 


OF PARA-MILITARY TRAINING FOR MOM 


AS ALSO BEEN 


CRITICAL OF THE LEADERSHIP OF MOM DUE TO LACK OF 




AGGRESSIVENESS BY MOM TO INITIATE VIOLENT CONFRONTATIONS WITH 
THE GOVERNMENT. 
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Date of transcription 
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J that he had spoke 
ursday (June 24 , 1 


Investigation on 


ashlngton , 


Date dictated 


This document contains neither recommendations nor conclusions of the FBI It is the property ol the FBI and is loaned lo your agency 
it and ns contents are not to be distributed outside your agency 
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FEDERAL BUREAU OF INVESTIGATION 


7/12/83 


Date o* t'ftntcrlptlon 


namediB 

had bee n previously convicted for embezzling 

^h^South Florida area, and along 
w as convicted on several 

^testified before a Federal 
/^^^e^^raional areas of corruption 
'imately December, 1978, the investi- 
gan and an extensive history of cor- 
eloped. A considerab^^amoun^o^th^ 
ari individual from® 


charges m 
prior to® 

Grand 

began to surface 
nation® 

ruptior^T^nM^, 
information was 


FBI agent 

phoned him, and advised that^ 

and would be available to investigator 


(hcfQ begun to t 
Miami. Florida 


th e reaTter7j^H®^Hi^r 
of the allegarxon^^maed 
the information provided 
the opinion that they ha 
ready to go forward. Venue for these offenses was in Miami, 
Florida, and it was anticipated at this time that after indictin 

BS-66-4400 

WU3_JLB^A=fil3. 


Havin 


7/6/83 


Ashing ton, D.C 


Investigation on 


DEB/kdb 


Dale dictated 
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FM FBI WASHINGTON METROPOLITAN FIELD(I96B-1918)(P)(C-5) 

TO DIRECTOR FBI/ROUTINE/ 

INFO FBI BOSTON (196B-1446)/ROUTINE/ - | 

FBI LEGAT BONN (196B-208)(199M-444)/ROUTINE/ 

BT 


CON 

CITE: 


//3920^/ 


T I A L 
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PASS: WHITE COLLAR CRIME SECTION, FINANCIAL CRIMES UNIT. 


SUBJECT: 





J- FUGITIVE (B); ET AL; FBW (B); 
FAG; OOJ; 00:BOSTON 



ET AL, DOING BUSINESS AS 
CAMPAIGNER PUBLICATIONS, INCORPORATED; ET AL; 
CREDIT CARD FRAUD; RICO (FBW; MF); TAX EVASION; 
CONSPIRACY; 00:WASHINGTON METROPOLITAN FIELD. 
CON V D E N T I A L 



WASHIN 
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DBCLA5S1F] ZD OyI 
ON . 11-13 . 9 {_- 
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THIS COMMUNICATION IS CLASSIFIED "CONFJ 
OTHERWISE NOTED. 

RE LEGAT, BONN, AIRTEL TO BUREAU, DATED APRIL 11, 1988 ; AND 
BUREAU TELETYPE TO WASHINGTON METROPOLITAN FIELD OFFICE (WMFO) 
AND LEGAT, BONN, DATED NOVEMBER 13, 1986. 

DEE TO !i._ RLCL..Y MERGER OF THE WASHINGTON FIELD OFFICE AND 
ALEXANDRIA DIVISION INTO WMFO, CAPTIONED WMFO CASE IS BEING 
CARRIED UNDER TT MFO FILE 19 SB-1918. CASE WAS FORMERLY CARRIED 
UNDER ALEXANDRIA FILE 196B-942 . 

REFERENCED LEGAT, BONN AIRTEL TO BUREAU REQUESTED V7MFO 

THE 

PUBLICATION'S f TPCTT.7^~r~" AND "ZIONIST WA XJK," WITH LYNDON 


REPORT ON ANY AFFILIATION BETWEE 



- r 

LA ROUCHE OR ORGANIZATIONS AFFILIATED WITH HIM. 

INDICES REGARDING^|^^^^HPHH|H|HH^ND 
WATCH ARE NEGATIVE. INDICES REFLECTED THREE REFERENCES FOR THE 
NAME^|^mJ^^|^UNDER 100 AND 105 CLASSIFICATIONS AND 
NUMEROUS REFERENCES ON THE NAME HARK LANE, DATING BACK 20 OR 30 
YEARS. 

IOSE BACKGROUND AND ACTIVITIES ARE WELL 
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IT — R0• 00* FBIHQ 



REFERENCE BONN AIRTEl. DATED OCTOBER 15. 1986. ALL INFORMATION CtHTAtf lP 

HEREIN IS UNClASSUMtnBBT 

REFERENCED COMMUNICATION SET FORTH INFORMATION WHERE SHOWN DTHEFWIJ^ 


CONCERNING THE ABOVE PUBLICATION, DESCRIBED AS A "RIGHT- 
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